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21 SEP 1981 


MEMORANDUM FOR THE RECORD 


SUBJECT: Telecon with Beth Scullin, JHK, 18 September 1981 


1. Beth called in response to my verbal request for cost 
information on the mandatory improvement to the Rt. 123 off 
ramp. The cost estimate for adding a "stacking lane" and 
installing a second light is $28,800 (1985 dollars). 


2. We agreed that $30,000 is a reasonable planning 
estimate. 


Distribution: 
Orig - OL/BPS Subject 
1 - OL/BPS Chrono 


on/aps{ S22 Sep 81) 


Approved For Release 2003/08/13 : CIA-RDP89-00244R000100040042-3 


STAT 


